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TALBOTTON  BAPTIST  CHURCH 
Talbotton,  Georgia 
The  present  edifice  wos  built  about  1924.  It  probably  is  the 
third   church    building.   The   church   was   organized   Feb.  18, 
1829   with    11    members.    It  was   incorporoted   on  December 
25,  1837.  Go. 
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